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special Center Tape Library Damaged by Water 


water Iron an overflowing sink in a Ladies Rest Room on the 
first floor leaked through to the Tape Library in the Special 
Center lata Tuesday night, 15 September* The leak was discovered 
at 0100 hrs, Wednesday morning* Approximately 1500 computer tapers 
suffered some degree of water damage, A preliminary assessment 
indicates that probably less than 50 critical tapes were damaged* 
These and other tapes containing current data are in the process 
of being thoroughly dried and then duplicated to new tapes. All 
the tapes suspected of being damaged will be disposed of through, 
Office of Security approved procedures. ODP i?s coordinating 
recovery efforts with DDO/IMp and their customers. This iss the 
second time water frost this Ladies Rest Room has leaked into the 
Special Center. Additional pro tective measures with pl astic, 
sheeting are being instituted. 


Data Base Briefing for IRS A □ 


of Systems 

Division bridled th* information Handling Syste 
and their contractors concerning DIMS and RAMIE 
are preparing a study of data base systems used 


Programming 
m Architect’s staff 
, The contractors 
in the Agency. 


Power Failure Causes Computer Loss 


At 1820 hrs 
breaker failed 
used for vm and 
The result was 
breaker repair 
lost fcifue. The 
about six hours 
failure and res 
during a period 


» on Fr id ay event ng , 11 Septerabe r , a circuit 
in 1016, cutting primary power to the IBM 3033 KP 
to 40% of the Ruffing Center annex DASt (disks), 
considerable disk hardware and data damage. The 
and data restoration cost VH nearly 12 hours of 
Batch ttys tern and GIFS Production System also lost 
because of this incident. Fortunately, the power 
siting computer outage occurred over t he weekend 
of light user demand. 
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SAFE 


tQ 


Jgav© a background and status briefing to Mr. Buss! 

of tht House of Representatives Select Committee on Intelligence 


Staff on 14 September, A lso present were Hr. Litton, CIA 

dn ^ - I I w.vt r» * 1 I 


Comptroller! _ 

SAFE Pr oject 'Director. 


I addressed Sr. Push's sp 
the SAFE development effort 


DIA Comptroller! and , , 

In addition to the ove rail nr ip rings 


Deputy 


fie areas of concern regarding 


On 9 September# SAFE Project and Burroughs representatives 
toured the SAFE Computer Center to check on the status of the 
renovation. Phase I of this work is scheduled to be completed 
before installat ion of the firp t Burroughs computer in late 
September .1981, 

Support to c/icr. 


The sole source request for the CAM SI support for FY-R2 
through FY-34 was approved by the Contract Review hoard. R D/Oh is 
working csn securing a letter contract for the first 90 day a o£ FY- 
82 in order to keep the re sources on CAMS! until a contract can fee 
finalised. ’ 


Support to OF 

Biweek Payroll System. New tap-os for the 1980 v$~2*a for IRS 
were created because of specification changes in the Vf-2 tape 
format. These changes w©r© not given to the Office of Finance by 
their IPS contact before we forwarded the original tapes t o IR S 
last Apr il. Therefor® the original tapes were incorrect. 


Support to OS WR 


TADS (Technical Analysis and Display System), FY-82 TADS 
tasking for TRW# including TAPES’? modifications to the Chromatics 
color graphics terminal# was approved by the Contract Review Board 



Distribution: 

Orig + 2 - adse 

1 - ea Div/Staf f/ODP 

1 - ODP Registry 

2 - O/D/ODP 


25X1 


25X1 


25X1 


Approved For Release 



A-RDP84-00933R0004001 7001 9-2 








